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The 191h December , 1991 


No. 10 /97 /90-5 B & R ( E ).— The Governor of Haryana is pleased to declare the result of 
Elect./Mech . held on 16th September, 1991 to 17th September, 1991 as under : 


departmental professional Examination of SDEs 


2 


3 


4 


5 


6 


7 


8 


9 


Sr. 
No. 


Name of the Sub - Divisional 

Engineer 


Mech . Engg . 
for Mech . 
Engineers 
Max . Marks 


Elcct. Engg. 
for Elect. 
Engineers 
M , M. 100 


Simple McCh . 
Engg . for 
Elect . Engineers 
Max . Marks 

50 


Simple Elect 

Engg . for 
Mech . 
Engineers 
M.M. 50 


Accounts 
and office 
Procedure 
M.M. 

100 


Viva 
Voce Max . 
Marks 

50 


Remarks 


100 


Shri 


34 Pass 


70 Pass 


40 Pass 


Pass 


R. S. Aggarwal, S.D. E. 
(Mech .) 


Passed in 
7/90 


2 


Shri 


62 Passed 


191 F 


S.S. Lohan , S. D. E. 
(Mech .) 


Passed in Passed in 
7/90 

7/90 


To re - appear in 

Paper 4 
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50 Fail 


8 Fail 


40 Fail 


40 Pass 


Shri M.L. Chug , . $ . D. E. 

(Mech . ) 


To re -appear in 

Paper No. 1.4 
and 5 


4 


48 Fail 


174 Fail 


414 Fail 


35 Pass 


Shri R. C. Juneja , S. D. E. 

(Mecb .) 


To ro -appear in 

Paper No. 1,4 
and 5 


A. N. MATHUR , 


secretary to Governmcot , Haryaga , 

Pubic Works (B & R ), Departoont, 


(PARTI 


1985 CS ( H )-Goyt. Press , U.T., Chd. 


